Ibrix Status Report -12 Jul 2019 

Prepared for: LAWA 

Prepared by: Kevin Joubert, Faithgroup LLC 

SlaxfsnOI -slaxfsn14 : ch_09USE1179SYA: Passed 
Slaxfsn15 - slaxfsn28 : ch_09USE238EN7E: Passed 
Slaxfsn29 - slaxfsn42 : ch_09USE126BW61: Passed 
Slaxfsn43 - slaxfsn56 : ch_09USE126BW5Y: Passed 
Slaxfsn57 - slaxfsn70 : ch_09USE238EN7D: Passed 
Slaxfsn71 - slaxfsn84 : ch_09USE1179SY6: Passed 


■■■■■■■■■I 

SlaxfsnOI - slaxfsn14 : 0 servers in excess of 400 days 
Slaxfsn15 - slaxfsn28 : 0 servers in excess of 400 days 
Slaxfsn29 - slaxfsn42 : 0 servers in excess of 400 days 
Slaxfsn43 - slaxfsn56 : 0 servers in excess of 400 days 
Slaxfsn57 - slaxfsn70 : 0 servers in excess of 400 days 
Slaxfsn71 - slaxfsn84 : 0 servers in excess of 400 days 

SlaxfsnOI - slaxfsn14 : slaxfsnIO = Active, all others Passive 
Slaxfsn15 - slaxfsn28 : slaxfsn15 = Active, all others Passive 
Slaxfsn29 - slaxfsn42 : slaxfsn36 = Active, all others Passive 
Slaxfsn43 - slaxfsn56 : slaxfsn43 = Active, all others Passive 
Slaxfsn57 - slaxfsn70 : slaxfsn57 = Active, all others Passive 
Slaxfsn71 - slaxfsn84 : slaxfsn71 = Active, all others Passive 

BUI FlIesvJBn 


All systems below 80% 










Internal Disk Checks 


SlaxfsnOI -slaxfsn14 
Slaxfsn15 - slaxfsn28 
Slaxfsn29 - slaxfsn42 
Slaxfsn43 - slaxfsn56 
Slaxfsn57 - slaxfsn70 
Slaxfsn71 - slaxfsn84 


: all nodes OK 
: all nodes OK 
: all nodes OK 
: all nodes OK 
: all nodes OK 
: all nodes OK 


p— Network (BKHMI 

SlaxfsnOI - slaxfsn14: all physical and virtual interfaces are nominal 
Slaxfsn15 - slaxfsn28 : all physical and virtual interfaces are nominal 

Slaxfsn29 - slaxfsn42 : all physical and virtual interfaces are nominal 

Slaxfsn43 - slaxfsn56 : all physical and virtual interfaces are nominal 

Slaxfsn57 - slaxfsn70 : all physical and virtual interfaces are nominal 

Slaxfsn71 - slaxfsn84 : all physical and virtual interfaces are nominal 


Vendor Storage: ch_09USE1179SYA_vs7 


HARDWARE_UNIT_TYPE : 9730 
MONITORINGJHOST : slaxfsn13 
OVERALL_STORAGE_STATUS : DEGRADED 
OVERALL_HA_STORAGE_STATUS : DEGRADED 


Servers 


HOST 


slaxfsn13 

slaxfsn14 


powerSupply Power Supply 3 USE409SCXY_PS_3 FAILED The power 
supply is not receiving input power. 










Vendor Storage: ch_09USE126BW61_vs5 


HARDWARE_UNIT_TYPE : 9730 
MONITORING_HOST : slaxfsn38 
OVERALL_STORAGE_STATUS : OK 
OVERALL_HA_STORAGE_STATUS : DEGRADED 


Servers 


HOST 


slaxfsn38 

slaxfsn37 

LUN_13, LUN_14 drive 5000CCA01CDCF9C4 YGKXJD6K 
MB2000FBUCL HPDA FAILED Port: 55 Box: 1 Bay: 32 capacity:2.00 

TB 

The drive has failed. 







